To:  Davis,  Tim[Davis. Tim@epa.gov] 

From:  Gentile,  Laura 

Sent:  Wed  8/1 9/2015  1 :33:22  AM 

Subject:  Re:  Leaving  EOC 

Looking  at  the  info  now  --  looks  fine 

Might  do  some  fine-tuning  tomorrow  but  nothing  critical 

Sent  from  my  iPhone 

> On  Aug  18,  2015,  at  9:19  PM,  Davis,  Tim  <Davis.Tim@epa.gov>  wrote: 

> 

> Operators  are  standing  by! :) 

> 

> — Original  Message — 

> From:  Gentile,  Laura 

> Sent:  Tuesday,  August  18,  2015  7:19  PM 

> To:  Davis,  Tim 

> Subject:  Re:  Leaving  EOC 

> 

> Sounds  good.  I will  get  online  right  after  the  call  — stay  tuned 

> 

> Thanks  Tim! 

> 

> Sent  from  my  iPhone 

> 

» On  Aug  18,  2015,  at  8:49  PM,  Davis,  Tim  <Davis.Tim@epa.gov>  wrote: 

» 

» I have  to  restart  my  computer--argh.. .These  happen  way,  way  too  often  at  7PM.  But  you  can  call  me  at 
720-261-7036  if  you'd  like. 

» 

» Thanks! 

» --Tim 

» 

» — Original  Message — 

» From:  Gentile,  Laura 
» Sent:  Tuesday,  August  18,  2015  6:02  PM 
» To:  Davis,  Tim 
» Subject:  Re:  Leaving  EOC 
» 

» That  is  correct  - thanks  a lot  Tim  and  sorry  about  the  confusion! 

» 

» Sent  from  my  iPhone 
» 

»>  On  Aug  18,  2015,  at  8:00  PM,  Davis,  Tim  <Davis.Tim@epa.gov>  wrote: 

»> 

»>  It  appears  that  I'm  to  update  ONLY  the  SECOND  half  of  the  page,  which  starts  here  (but  I'll  definitely 
check  with  you  first): 

>_>> 
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»> 

»>  Open  or  download  the  data  file:  r09_surface_water_samples_20150812  (XLSX)(1  pg,  70  K) 

>» 

»> 

>» 

»>  This  is  why  I'm  always  asking  people  for  VERY  specific  instructions.  :) 

>» 

»>  Thanks, 

»>  Tim 
»> 

»>  — Original  Message — 

»>  From:  Gentile,  Laura 

»>  Sent:  Tuesday,  August  18,  2015  5:57  PM 

»>  To:  Davis,  Tim 

»>  Subject:  Re:  Leaving  EOC 

»> 

»>  Two  sets  of  data  posted  today  --  sediment  data  from  region  6 and  water  quality  from  region  9 
>» 

»>  I believe  this  is  correct  - I will  review  more  closely  on  computer  when  I get  home.  EOC  is  closing 

»> 

»>  Sent  from  my  iPhone 

»> 

»»  On  Aug  18,  2015,  at  7:51  PM,  Davis,  Tim  <Davis.Tim@epa.gov>  wrote: 

»» 

»»  HI  Laura! 

»» 


»»  On  this  page: 

»»  http://www2.epa.gov/goldkingmine/gold-king-mine-data-august-1 8-201 5 
»» 


»»  There  are  TWO  data  files,  and  I'm  not  sure  if  I should  delete  what's  there  wholesale  and  replace  it 
with  what  you  just  emailed  me.  Here's  what  the  page  currently  says: 
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»»  Open  or  download  the  data  file:  r09_surface_water_samples_20150812  (XLSX)(1  pg,  70  K) 
»» 

»»  — Original  Message — 

»»  From:  Gentile,  Laura 
»»  Sent:  Tuesday,  August  18,  2015  5:50  PM 
»»  To:  Davis,  Tim 
»»  Subject:  Leaving  EOC 
»» 

»»  Pis  email  me  here  if  anything  comes  up 
»» 

»»  Sent  from  my  iPhone 
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